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9004260395 Comment on proposed rule 10CFR35, "Basic QA Program,Records &
Repts of Misadministrations or Events re Medical Use of Byproduct Matl." Proposal
between computerized dosimetry for brachy & teletherapy found inconsistent.
WOCHOS.J.F. Gunderson Clinic, Ltd., La Crosse, Wl. 55FR1439 00052. 90/04/10.
Docketing & Services Branch. 1p. 53555:128-53555:128.

9004270005 Comment supporting proposed rule 10CFR35, "Basic QA Program,
Records & Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
KULIKOWSK1.R.R New York, State of. 55FR1439 00044. 90/04/12. Office of the
Secretary of the Commission. 6pp. 53562:072-53562:077.

9004270013 Comment supporting proposed rule 10CFR35, "Basic QA Program,
Records & Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
Suqgests changes to Sections 35.33 (b)(1) & 35.34 (b) (1).

HLADIK.W.B., GOTTI.P.R., BAUGHMAN.D.G. New Mexico State Univ., Las Cruces,
NM. 55FR1439 00047. 90/04/12. JULIAN.E. Docketing & Services Branch. 2pp.
53662:070-53562:071.

9004270016 Comment opposing proposed rule 10CFR35, "Basic QA Program, Records
& Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
GOCHOCO.J.M. Society of Nuclear Medicine. 55FR1439 00039. 90/04/11. Docketing
& Services Branch. 3pp. 53562:067-53562:069.

9004270019 Comments on proposed rule 10CFR35, "Basic QA Program .Records &
Repts of Misadministrations or Events re Medical Use of Byproduct Matl." Recom-
mends listed changes to rule.

SMITH.A.R. American Association of Physicists in Medicine. 55FR1439 00043. 90/047
06. Docketing & Services Branch. 6pp. 53562:061-53562:066.

W04270021 Comment opposing proposed rule 10CFR35, "Basic QA Program, Records
& Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
CLANTON.J. Vanderbilt Univ., Nashville, TN. 55FR1439 00041. 90/04/11. Docketing
& Services Branch. 5pp. 53562:056-53562:060.

9004270022 Comment opposing proposed rule 10CFR35, "Basic QA Program, Records
& Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
WUA, MAITZA, KING.G. Pittsburgh, Univ. of, Pittsburgh, PA. 55FR1439 00040. 90/
04/11. Docketing & Services Branch. 2pp. 53562:054-53562:055.

9004270025 Comment opposing proposed rule 10CFR35, "Basic QA Program, Records
& Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
COLEAN. Affiliation Not Assigned. 55FR1439 00065. 90/04/09. CHILK.S.J. Office of
the Secretary of the Commission. 2pp. 53562:052-53562:053.

9004270030 Comment opposing proposed rule 10CFR35, "Basic QA Program, Records
& Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
KUHS.G.L Syncor International Corp. 55FR1439 00054. 90/04/11. CHILK.SJ. Office
of the Secretary of the Commission. 1p. 53562:051-53562:051.

9004270040 Comment supporting proposed rule 10CFR35, "Basic QA Program,
Records & Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
PISTENMAA,D.A. Fairfax Hosp., Falls Church, VA. 55FR1439 00053. 90/04/09. Dock-
eting & Services Branch. 5pp. 53562:046-53562:050.

9004270052   Comment supporting  proposed  rule  10CFR35,  "Basic QA Program,
Records & Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
MCKENNA.J.A. West Penn Hosp., Pittsburgh, PA. MCKENNA.J.A. Affiliation Not As-
signed. 55FR1439 00061. 90/04/09. Docketing & Services Branch. 1p. 53562:045-
53562:045.

9004270053 Forwards constituent 900404 comments on proposed rule 10CFR35 re QA
program relating to medical use of byproduct mat).

PATTERSON.EJ. House of Rep. 55FR1439. 90/04/10. CARR.K. Commissioners. 1p.
53562:042-53562:044.

-0004270062 Comment opposing proposed rule 10CFR35, "Basic QA Program,
Records & Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
BRUELS.M.C. Affiliation Not Assigned. 55FR1439. 90/04/04, Docketing & Services
Branch. 2pp, 53562:043-53562:044.

9004270071 Comment supporting proposed rule 10CFR35, "Basic QA Program,
Records & Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
WAGNER.LR. College of American Pathologists. 55FR1439 00063. 90/04/11.
CHILK.SJ. Office of the Secretary of the Commission. 2pp. 53562:040-53562:041.

9004270073 Comment opposing proposed rule 10CFR35, "Basic QA Program, Records
& Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
COLE.R.L Naval Regional Medical Center Oakland.CA. 55FR1439 00066. 90/04/11.
NRC - No Detailed Affiliation Given. 1p. 53562:039-53562:039.

9004270078 Comment opposing proposed rule 10CFR35, "Basic QA Program, Records
& Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
PLCWS.C.W. California Medical Association. 55FR1439 00046. 90/04/09. CHILK.SJ,
Office of the Secretary of the Commission. 3pp. 53562:036-53562:038.

9004270084 Comment supporting proposed rule 10CFR35, "Basic QA Program.Records
& Repts of Misadministrations or Events re Medical Use of Byproduct Matl." Provides
list of specific areas that need clarification or deletion.

WOODCROFT.P.J. Harper-Grace Hosps., Detroit, Ml. 55FR1439 00062. 90/04/12.
Docketing & Services Branch. 2pp. 53562:034-53562:035.

9004270088 Comment opposing proposed rule 10CFR35, "Basic QA Program Records
& Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
HOLMES.R.A. American College of Nuclear Physicians, 55FR1439 00045. 90/04/12.
CHILK.S.J. Office of the Secretary of the Commission. 8pp. 53562:026-53562:033.

1004270040 Comment on proposed rule 10CFR35, "Basic QA Program.Records &
Repts of Misadministrations or Events re Medical Use of Byproduct Matl." Provides
M Of specific changes to 10CFR35.33.35.34 & 35.35.

HUGHESA, ENRIGHT.J. Freehold Area Hosp. Freehold.NJ. 55FR1439 00064. 90/
04/06, Docketing & Services Branch. 3pp. 53562:023-53562:025.

9004270195 Comment opposing proposed rule 10CFR35, "Basic QA Program, Records
& Repts of Misadministrations or Events re Medical Use of Byproduct Matl." Definition
needed as to what constitutes emergent nature.

STRUGALA.G.A. Harper-Grace Hosps., Detroit, Ml. 55FR1439 00060, 90/04/02.
Docketing & Services Branch. 3pp. 53562:020-53562:022.

9004270199 Comment on proposed rule 10CFR35, "Basic QA Program.Records &
Repts of Misadministrations or Events re Medical Use of Byproduct Matl." Requests
30-day extension until 900412 to respond to proposed rule.

ANDERSON.LL Memorial Sloan-Kettering Cancer Center, New York, NY. 55FR1439
00059. 90/04/06. Docketing & Services Branch. 1p. 53562:019-53562:019.

9004270202 Comment opposing proposed rule 10CFR35, "Basic QA Program. Records
& Repts of Misadministrations or Events re Medical Use of Byproduct Matl." Clarifica-
tion of many terms & statements required.

WEYHING.B.T. Harper-Grace Hosps., Detroit, Ml. 55FR1439 00057. 90/04/11, Office
of the Secretary of the Commission, 1p. 53562:018-53562:018,

9004270206 Comment opposing proposed rule 10CFR35, "Basic QA Program, Records
& Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
HOOGLAND.D.R. Syncor International Corp. 55FR1439 00055. 90/04/12. CHILK.SJ.
Office of the Secretary of the Commission. 2pp. 53562:016-53562:017.

9004270215 Comment opposing proposed rule 10CFR35, "Basic QA Program, Records
& Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
KUMPURIS.T.M.  Harper-Grace Hosps.,  Detroit,  Ml. 55FR1439 00058.  90/04/09.
Office of the Secretary of the Commission. 5pp. 53562:011-53562:015.

9004270235 Comment opposing proposed rule 10CFR35, "Basic QA Program, Records
& Repts of Misadministrations or Events re Medical Use of Byproduct Matl."
MARCUS,W.L. California, State of. 55FR1439 00056. 90/04/05. Office of the Secre-
tary of the Commission. 2pp. 53562:009-53562:010.

PRM PETITION FOR RULEMAKING

9003080238 Expresses J Hung concerns re petition for rulemaking on use of
radiopharmaceuticals.Provisions of petition do not allow practices,legitimate & legal
under FDA regulations & state medicine & pharmacy laws.

PENNY.TJ. House of Rep. 54FR38239. 90/02/13. ZECH.L Commissioners. 19pp.
53399:001-53399:022.

PROJ PROJECTS - PREDOCKET LICENSING

9003290005 Summarizes 900227 meeting w/GE in Rockville.MD re ALMR severe acci-
dent containment & mitigation. List of attendees encl.

THROM.E.D. Advanced Reactor & Generic Issues Branch. 90/03/08. WILSON.J.N.
Advanced Reactor & Generic Issues Branch. 2pp. 53217:348-53217:349.

9003290039 Forwards NG Chapman 900212 Itr to PM Williams clarifying that B Sadaus-
kas did not represent MHTGR community at 900130 meeting w/MHB Assoc.B Sa-
dauskas attended as member of Svc for Evaluating Regulatory Changes staff.
WILLIAMS.P.M. Advanced Reactor & Generic Issues Branch. 90/02/21. WILSON.J.N.
Advanced Reactor & Generic Issues Branch. 1p. 53214:180-53214:181.

-9003290042 Clarifies that B Sadauskas did not represent MHTGR community at meet-
ing w/MHB Assoc as stated in recipient 900206 rnemo.B Sadauskas attended meet-
ing simply as member of Svc for Evaluating Regulatory Changes staff.
CHAPMAN.N.G. Bechtel Power Corp. 90/02/12. WILLIAMS.P.M. Advanced Reactor &
Generic Issues Branch. 1 p. 53214:181-53214:181.

9004020019 Forwards nonproprietary versions of revised fabrication specs including,
"Fabrication Spec for Ventilated Concrete Cask (24 Spent Fuel Assemblies) Safety
Classification Important to Safety," per 900328 discussion.

MASSEY.J.V,     Pacific    Sierra    Nuclear    Associates.     PSN-90-069.     90/03/28.
ROBERTS.J.P. Fuel Cycle Safety Branch. 1p. 53225:162-53225:259.

-9004020021 VCC-87-001 R02 Rev 2 to "Fabrication Spec for Ventilated Concrete
Cask (24 Spent Fuel Assemblies) Safety Classification Important to Safety."
PIERCE.W.Ev CHECHELNITSKY, MAYBERRY.W.R, Pacific Sierra Nuclear Associates.
90/02/16. 38pp. 53225:163-53225:200.

-9004020022 MTC-89-001 R01 Rev ', to "Fabrication Spec for Multi-Assembly Sealed
Basket Transfer Cask Safety Classification Important to Safety."
PIERCE.W.E, CHECHELNITSKY, MAYBERRY.W.R. Pacific Sierra Nuclear Associates.
90/02/16. 27pp, 53225:201-53225:227.

-9004020025 MSB-87-001 R02 Rev 2 to "Fabrication Spec for Multi-Assembly Sealed
Basket (24 Spent Fuel Assemblies) Safety Classification Important to Safety."
PIERCE.W.E., CHECHELNITSKY, MAYBERRY,W,R. Pacific Sierra Nuclear Associates.
90/02/16. 32pp. 53225:228-53225:259.

9004020033 Forwards up-to-date collection of documents re proposed LA Energy Svcs
U enrichment plant.per 900206 meeting.

HAUGHNEY.CJ. Fuel Cycle Safety Branch. 90/03/29. MCDANIEL.M. Louisiana, State
of. 3pp. 53235:199-53235:201.

9004020128 Forwards corrected page of index to Rev 2 of SAR for GNSI Castor X
cask.

WITT.C.R. Chem-Nuclear Systems, Inc. 611-0159-90. 90/03/28. ROBERTS, J.P. Fuel
Cycle Safety Branch. 2pp. 53225:328-53225:329.

9004030062 Forwards Addendum 5 to Rev 2 to VWDP-043, "Oil.Hazardous Substances
& Hazardous Wastes Spill Prevention.Control & Countermeasures Plan."
DOMES.LE.. SCHIFFHAUER.C. West Valley Nuclear Services Co., Inc. 90/03/30.
HURT.R.D, NRC - No Detailed Affiliation Given. 2pp, 53318:145-53318:352.

-9004030064 Addendum 5 to Rev 2 to WVDP-043, "Oil.Hazardous Substances & Haz-
ardous Wastes Spill Prevention.Control & Countermeasures Plan."
SIERRA.E., BAKER.G.G., KNABENSCHUH.J. West Valley Nuclear Services Co., Inc.
90/03/30. 206pp. 53318:147-53318:352.

9004030120 Responds to questions re drawings for topical SAR for 28 Intact Assembly
NAC-S/T storage cask.EncI modified proprietary figures correct spec of lid bolt grade
to TY630 instead of GR630.Encl withheld.

WELLS.A.H. Nuclear Assurance Corp. AHW/90/031/EDS. 90/03/29. ROBERTS.J.P.
Office of Nuclear Material Safety & Safeguards.Director. 5pp. 53254:013-53254:017.n of U & thorium mill tailings to State of IL
